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As-it-happens update • October 11, 2017 
NEWS 

NC officials reject environmental plan for Atlantic Coast Pipeline 

Kallanish Energy 

North Carolina Gov. Roy Cooper's administration has rejected environmental plans by an energy company quartette build 
the Atlantic Coast Pipeline ... 
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